EDGARTOWN ZONING BOARD OF APPEALS 
NOTICE OF PUBLIC HEARING 


On Wednesday, 1 May 2019 at 7:00 p.m. the Edgartown Zoning Board of Appeals will hold a 
publie hearing in the Town Hall, Main Street, on the request of the Harbor View Hotel for a 
special permit under section 11.9 (f) of the bylaw to construct a 176 sq. ft. pool bar. This pool 
bar will replace an existing 225 sq. ft. pool bar, and will be in a different location. The property 
is located at 131 North Water Street, Assr. Pel. 20B-107 in the R-5 Residential District. Copies 
of the application are available in the Zoning Office and in the office of the Town Clerk. 


Lisa C. Morrison 
Assistant 


To the Gazette: 

Please publish the above legal notice - two times - on Friday, April 12‘^ and Friday, April 19th. 
Bill should be sent to: 


Sean Murphy 
PO Box 1270 
Edgartown MA 02539 



